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MEMORANDUM FOR: Chief, Regulations Control Branch, DDA 


SUBJECT : Proposed Revisions of HHB 

(Jobs 8UU U and SUU5) 


25X1A 


A number of suggested changes are marked on the 
attached copies of the drafts. 


Chief, 


Policy and Coordinatio: 


taff, DDO 


25X1 A9 A 


Change to Administrative- 
Internal Use Only when 
separated from attachments 
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